ATtC  FORM  319  (RiV  16  8EP  53) 
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O Ground*Rodor 
0 Aif*ln^«rcfpt  Rador 


12.  CONCLU5IONS 

O Woi  Balloon 
O Rrobobly  Balloon 
O Pootibly  Bolloon 

O Wof  AUcrofl 
Q Probably  Aifcrcft 
flXPotaiUy  Airerolt 

O Wot  Atlronomicol 
D Probobly  Atironofnicol 
O Peiiibly  AttrofTomleol 

O , 

□ Intwilieioni  Dots  for  EvolooHon 
n UnknoM 


9.  COURSE  D . Othar 

□ Intwffieioni  Dots  for  EvolooHon 

north  to  so\fBI  

IK  C0MMRN7S 

In  this  case  the  fact  that  there 

« 

was  no  radar  contact  is  not  sig- 
nificant, The  radar  site  report!: 
the  sighting  is  located  approxi- 
mately 250  miles  from  the  area 
of  the  sighting  and  it  is  logica 
that  there  be -no  radar  contact. 
This  sighting  was  possibly  gener 
ated  by  a high  flying  a/c  at  the 
Miami  International  Airport. 
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V WPB13A  YDB108  VYC157  VDD0S2KBA021 
PP  EJEDEN  RJEDUP'r7ePHQ  RJEPNB 
2WL  RJESKB 
DE  RJESKB  2D 
P 2U2402 

FM  COMDR  660TH  ACWRON  MACDILL  AFB  FU 
TO  RJEDEN/COMDR  ADC  ENT  AFB  COLO  SPRINGS  COLO 
ZWL/COMDR  35TH  ADIV  /D/  DOBBINS  AFB  GA 
RJEDtfP/COMDR  AIR  TECH  INT  CNTR  WPAFB  OHIO 
RJEPHQ/DIR  OF  INT  HQ  LfSAF  HASHDC 
INFO  RJEPNB/COMDE  EADF  STEWART  AFB  NY 
BT 

/UNCLASSIFIE  D/OPS  0S6  UFOB  PD  /EADF  ATTN  CIC/ 
1.  LONG  GAITED  SILILAR  TO  BLIMP 

A.  WINGLESS 

B.  SIMILAR  TO  SHAPE  AND  SIZE  OF  BLIMP 

C.  SILVER 

D.  ONE  /!/ 

E.  NONE 

F.  NONE 

G.  NONE 

H.  NO 

I.  NONE 


' • 

s;  J -• 


2.  NORTHEAST  TO  SOUTHEAST 


4 


A.  SHINING 
. B,  VERY  HIGH 

C.  VERY  HIGH 

D.  STRAIGHT  COURSE 

E,  FADE  INTO  HORIZON 
r.  THIRTY  /30/  SECONDS 

3.  A,  GROUND  VISUAL 
P.  BINOCULARS 

C.  NONE 

4.  1950Z  20  FEBRUARY  1956 

A.  20/19502 

B.  DAY 


5*  XL4352 


6* 


39 


MIAMI  FLA  SALESMANAGER 


7*  VEA  CLEAR 

A.  GOOD 

* 9 

B.  2S0/20  SMCLN  260/30  SWCLN  260/50  SMCLN  UMAVAIL  SMCLN  UNAVAIL  SMCIN 

UNAVAIL  ,, 

C«  20000  BRKN 

D.  IS  MILES 

E.  LOW  SCTD  OCCASIONAL  TO  BROKEN  CLDS  BASE  2000  FEET 

F.  NONE 

8.  NONE 

9.  NONE 

10.  NONE 


11*  OPS  OFFICER  CLN  NO  RADAR  CONTACT  CMA  NO  EXPLANATION 
12.  NONE 
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